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(TO BE PUBLISHED IN DELHI GAZETTE PART IV- EXTRAORDINARY' 
GOVERNMENT OF NATIONAL CAPITAL TERRITORY OF DELHI 
(LABOUR DEPARTMENT) 



No.F.l /31/6OO/LC/Estt/O8/7870"7£?-& 


Dated the /* of 


NOTIFICATION 


No.F.l /3l/60Q/LC/Estt/08/ 797c>- In exercise of the powers conferred by sub¬ 
section (4) of section 5 of the Indian Boilers Act, 1923 (5 of 1923), read with 
Government of India, Ministry of Industrial Development, Notification No. U.0.108 
dated 14 th February, 1958, and in supersession of all previous notifications issued in this 
behalf, Lt Governor of the National Capital Territory of Delhi, hereby appoints Sh. R.S. 
Singh and Sh. R.N. Dahiya, Dy Chief Inspectors of Factories, as Inspectors of Boilers for 
the National Capital Territory of Delhi for the purpose of the said Act, with immediate 
effect till further orders. 


By-order and in the name of the Lt. Govemo 
Of the National Capital Territory of Delhi 



( K.S.WAHI) 

Secretary (Labour) 

Government of National Capital Territory of Del i 


Dated : T- 11 < o ^ 


No.F.l /31/600/LC/Estt/08/ 7 ^ (o - 7%i-l 


1. The Secretary, GAD Government of National Capital Territory of Delhi for 
publication in the Delhi Gazette-Part-IV, (Extra ordinary) with the request to sup y 
10 copies of the Gazette for official use. 

2. The Secretary to the Government oflndia, Ministry of Industrial Development, 
Udyog Bhawan, New Delhi. 

3. The Secretary to the Lt. Governor. Government of National Capita! Territory of 
Delhi. 

4. P.S. to Minister of Labour & Industry, Government of NCT of Delhi. 

5. P.S. to Chief Secretary, Government of National Capital Territory of Delhi. 

6 . P.S. to Secretary (Labour), Government of National Capital Territory of Delhi 

7. The Under Secretary, Law and Judicial Department, Government of NCT of D' hi. 

8 . Labour Commissioner, Government of NCT of Delhi. 
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9 The Secretary, Centra] Boiler Board, Govt of India, Udyog Bhawan , New Delhi. 

10 PHD Chamber of Commerce and Industry, PHD House, Opposite Asiad Villag 
New Delhi-16. 

11 The Chief Inspector of Factories, Government of NCT of Delhi. 

12 The Chief Inspector of Boilers, Government of NCT of Delhi. 

13 Dx- Chief Inspector of Factories, Government of NCT of Delhi. 
t^KAssistant Director (P&S), Labour Department, Government of NCT of Delhi. 

15 Library, Labour Department, Government of NCT of Delhi. 

1 6 Official concerned. 

17 Personal fjle/Guard file. 
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(K.S.WAHI) 

^Secretary (Labour) 

Government of National Capital Territory of 


<elhi 
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